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11%” © 25,60 mm 


Hauteur sur mouvement Hohe auf Werk Movement height 3,60 mm 
Réserve de marche Gangreserve Running time 42h 
Nombre de rubis Anzahl Rubine Number of jewels 21 

Angle de levée du balancier Hebungswinkel der Unruh Angle lift of balance 5a 
Fréquence Frequenz Frequency 28'800 A/h 


Reparatur- und Revisionsarbeiten durfen nur von ausgebildetem Fachpersonal ausgefuhrt werden. 


Les travaux de réparation et de révision ne doivent étre effectués que par du personnel diment formé. 
LN The repair and reconditioning work must only be performed by properly trained personnel. 
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Informations générales 


Avant de démarrer les travaux, veuillez svi 
étudier attentivement cette "Communica- 
tion technique". 


La protection des yeux est obligatoire pour 
toutes les interventions / tous les travaux 


ETA SA décline toute responsabilité en cas 
de dommages du non respect de cette 
“Communication technique". 


sur le mouvement! 


Exigences en matiére de pro- 
tection de l’environnement 


°, 
4 
@ 


Les dispositions légales en matiére de 
traitement et d’élimination des dé- 
chets doivent étre respectées lors de 
toutes les interventions / tous les tra- 
vaux sur les mouvement! 


En particulier, les produits de graissage et 
de nettoyage néfastes pour |’environne- 
ment doivent étre éliminés selon les régles! 


Local! 
Les substances de nature a polluer 
Peau coivent étre entreposées, transpor- 


tées, récupérées et éliminées dans des ré- 
cipients adéquats. 

Elles ne doivent en aucun cas polluer 
le sol ou étre évacuées dans les ré- 
seaux de canalisation! 


Explication des symboles 


Ay 


Attention! Risque de dégat matériel! 
Ci-aprés quelques instructions a suivre 
obligatoirement pour éviter tout dégat ma- 
tériel! 


Ci-aprés quelques conseils d’utilisations et 
informations importantes. 


Allgemeine Informationen 


Diese "Technische Mitteilung" ist vor dem 
Beginn der Arbeiten genaustens zu studie- 
ren. 


Fur samtliche Arbeiten am und mit dem 
Uhrwerk ist ein Augenschutz obligatorisch! 


Fur Schaden, welche durch Nichtbeach- 
tung dieser "Technischen Mitteilung" ent- 
stehen, haftet die ETA SA nicht. 


Umweltschutz-Vorschriften 
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Bei allen Arbeiten am und mit dem 
Uhrwerk sind die gesetzlichen Vor- 
schriften zur ordnungsgemassen Ver- 
wertung und Beseitigung der Abfalle 
einzuhalten! 

Insbesondere sind umweltgefahrdende 
Schmier— und Reinigungsmittel ordnungs- 
gemass zu entsorgen! 


® 
Wassergefahrdende Stoffe mussen in 
geeigneten Behaltern aufbewahrt, 
transportiert, aufgefangen und entsorgt 
werden. 
Diese dirfen nicht den Boden belasten 
oder in die Kanalisation gelangen! 


Symbolerklarung 


AN 


Achtung! Gefahr von Sachschaden! 
Hier folgen wichtige Hinweise, die zur Ver- 
meidung von Sachschaden unbedingt 
beachtet werden mussen! 


Hier folgen Anwendungstipps und wichtige 
Informationen. 


General information 


Before starting work, please study this 
“Technical communication" carefully. 


Eye protection is obligatory for all opera- 
tions / work on the movement! 


ETA SA disclaims any liability in case of 
damage arising from failure to observe this 
"Technical communication". 


Environmental protection re- 
quirements 


To 
- 


@ 


The legal provisions relating to waste 
handling and disposal must be ob- 
served in all operations / work on the 
movement! 


In particular, lubricating and cleaning pro- 
ducts harmful to the environment must be 
disposed of in accordance with the rules! 


@ 
Substances prone to cause water pol- 
lution must be stored, transported, col- 
lected and disposed of in appropriate 
vessels. 

They must not pollute the soil or be 
poured into sewage systems! 


Explanation of symbols 


rN 


Caution! Risk of material damage! 
Below are some obligatory instructions for 
preventing any material damage! 


Below are some application tips and im- 
portant informations. 
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Liste des fournitures - Bestandteilliste - List of components 


Numéro d’article 
Pos | Artikelnummer Liste des fournitures Bestandteilliste List of components 
Article number 
1 Var Platine, montée Werkplatte, montiert Main plate, assembled 
1-1 | Var 2x | Fixateur de cadran Zifferblatthalter Dial fastener 
1-2 | 7613226049185 Amortisseur empierré de balancier, a Stosssicherung mit Stein, flr Unruh, zum Jewelled shock-absorber, for balance, 
chasser, a portée, dessous INCABLOC __ Einpressen, mit Auflage, unten shouldered, to press in, bottom 
INCABLOC INCABLOC 
2 | 7613226032835 Pignon coulant Kupplungstrieb Sliding pinion 
3 | 7613226058095 Pignon de remontoir Aufzugtrieb Winding pinion 
4 | Var Tige de remontoir Aufzugwelle Winding stem 
5 | 7613226001183 Commande correcteur de quantiéme Schalthebel fur Datumkorrektor Date corrector operating lever 
6 | 7613226029569 Tirette Winkelhebel Setting lever 
7 | 7613226046504 Bascule de pignon coulant Kupplungstriebhebel Yoke 
8 | 7613226018693 Sautoir de tirette, 3 fonctions Winkelhebelraste, 3 Funktionen Setting lever jumper, 3 functions 
9 | 7613226044517 Roue d’échappement Hemmungsrad Escape wheel 
10 | 7613226045804 Roue moyenne Kleinbodenrad Third wheel 
11 | Var Roue de seconde Sekundenzeiger Second wheel 
12 | Var Pont de rouage, empierré Raderwerkbrticke, mit Steinen Train wheel bridge, jewelled 
13 | 7613226036789 Roue intermédiaire Zwischenrad Intermediate wheel 
14 | Var Barillet complet Federhaus vollstandig Barrel complete 
15 | 7613226003187 Rochet Sperrrad Ratchet wheel 
16 | Var Pont de barillet, monté Federhausbrticke, montiert Barrel bridge, assembled 
16-1 | Var Pont de barillet, empierré Federhausbrlicke, mit Stein Barrel bridge, jewelled 
16-2 | 7613226055636 Roue de couronne Kronrad Crown wheel 
16-3 | 7613226028807 Roue de couronne intermédiaire Zwischen-Kronrad Intermedaite crown wheel 
16-4 | 7613226006706 Rochet intermédiaire, monte Zwischen-Sperrrad, montiert Intermediate ratchet wheel, assembled 
16-5 | 7613226039612 Plaque de cliquet Klinkenplatte Click plate 
16-6 | Var Vis a téte conique Senkschraube Countersunk head screw 
16-7 | 7613226008533 Cliquet Klinke Click 
16-8 | 7613226055247 Roue entraineuse de rochet itnehmerrad fur Sperrrad Ratchet wheel driving wheel 
17 | 7613226017214 Ancre Anker Pallet fork 
18 | Var Pont d’ancre, empierré Ankerbrticke, mit Stein Pallet bridge, jewelled 
19 | Var Balancier réglé, avec piton Unruh reguliert, mit Spiralklétzchen Timed balance regulated, with stud 
20 ‘| Var Pont de balancier, monté Unruhbrlicke, montiert Balance bridge, assembled 
20-1 | Var Pont de balancier Unruhbrticke Balance bridge 
20-2 | Var Correcteur de raquette Ruckerkorrektor Regular corrector 
20-3 | 7613226029767 Porte-piton Spiralklétzchentrager Stud support 
20-4 | 7613226026148 Raquette inférieure, montée Unterer Riickerstift, montiert Lower index, assembled 
20-5 | 7613226000803 Raquette supérieure Oberer Riickerstift Upper index 
20-6 | 7613226021136 Amortisseur empierré de balancier, a Stosssicherung mit Stein, fur Unruh, zum Jewelled shock-absorber,for balance, 
chasser, a portée, dessus INCABLOC Einpressen, mit Auflage, oben INCABLOC shouldered, to press in, top INCABLOC 
21 |Var Bati du dispositif automatique, empierré  Gestell flr Automatik, mit Steinen Automatic device framework, jewelled 
22 | 7613226056862 Roue intermédiaire réduction, empierré — Zwischen-Reduktionsrad, mit Stein Intermediate reduction wheel, jewelled 
23 | 7613226048324 Roue de réduction Reduktionsrad Reduction wheel 
24 | 7613226186910 Roue d’inversion Umkehrrad Reversing wheel 
25 | 7613226051331 Inverseur monte Wechsler, montiert Reverser, assembled 
26 | Var Pont inférieur du dispositif automatique, | Untere Briicke fur Automatik, mit Steinen Automatic device lower bridge, jewelled 
empierré 
27 | 7613226018167 Inverseur auxiliaire Hilfswechsler Auxiliary reverser 
28 ‘| Var Masse oscillante, montée Schwungmasse, montiert Oscillating weight, assembled 
28-1 | Var Masse oscillante Schwungmasse Oscillating weigh 
28-2 | Var Roulement a billes Kugellager Ball bearing 
28-3 | Var Verrou de masse oscillante Riegel fur Schwungmasse Oscillating weight bolt 
29 | 7613226010222 Levier stop Stopphebel Stop lever 
30 | 7613226027312 Renvoi Zeigerstellrad Setting wheel 
31 | 7613226057067 Renvoi intermédiaire du correcteur de Datumkorrektor-Zwischenverbindungsrad Date corrector intermediate setting wheel 
quantiéme 
82 | 7613226021297 Correcteur de quantiéme, monté Datumkorrektor, montiert Date corrector, assembled 
33 | Var Chaussée avec roue entraineuse inutenrohr mit Mitnehmerrad Cannon pinion with driving wheel 
34 | Var Roue de minuterie, montee Wechselrad, montieret inute wheel, assembled 
35 | 7613226036710 Pont rouage de minuterie Wechselradbrticke inute train bridge 
36 | Var Indicateur quantiéme Datumanzeiger Date indicator 
87 | 7613226014053 Roue entraineuse de I'indicateur de Datumanzeiger-Mitnehmerrad Date indicator driving wheel 
quantiéme 
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Numéro d’article 
Pos | Artikelnummer Liste des fournitures Bestandteilliste List of components 
Article number 
88 | 7613226016040 Sautoir de quantiéme Datumraste Date jumper 
89 | 7613226035102 Roue intermédiaire de quantieéme Datum-Zwischenrad Intermediate date wheel 
40 | 7613226057739 Plaque de maintien de I'indicateur de Halteplatte flr Datumanzeiger Date indicator maintaining plate 
quantiéme 
41 | 7613226035065 Plaquette supplémentaire de maintien de Zusatzhalteplattchen flr Anzeige Additional indicator maintaining small plate 
l'indicateur 
42 |Var Roue des heures monte Stundenrad, montiert Hour wheel, assembled 
43 | 7613226021778 Clavette Klemmscheibe Key-bolt 
900 | Var Vis a téte conique Senkschraube Countersunk head screw 
1x |- Pos. 8: Vis de sautoir tirette - Pos. 8: Schraube fur Winkelhebelraste - Pos. 8: Screw for setting lever jumper 
8x |- Pos. 16: Vis de pont barillet - Pos. 16: Schraube fur Federhaus- - Pos. 16: Screw for barell bridge 
bruicke 
1x |- Pos. 18: Vis de pont d’ancre - Pos. 18: Schraube fur Ankerbrlicke - Pos. 18: Screw for pallet bridge 
1x |- Pos. 20: Vis de pont de balencier - Pos. 20: Schraube fur Unruhbricke = - Pos. 20 Screw for balance bridge 
1x |- Pos. 26: Vis de pont inférieur du - Pos. 26: Schraube fur untere Brlicke - Pos. 26: Screw for automatic device 
dispositif automatique ur Automatik lower bridge 
1x |- Pos. 35: Vis de pont rouage minuterie - Pos. 35: Schraube fur Wechselrad- - Pos. 35: Screw for minute train bridge 
bruicke 
1x |- Pos. 40: Vis pour plaque de maintien - Pos. 40: Schraube fur Halteplatte flr  - Pos. 40: Screw for date indicator 
de I'indicateur quantiéme Datumanzeiger maintaining plate 
901 | Var Vis collerette Schraube mit Bord Collar screw 
1x |- Pos. 12: Vis pont de rouage - Pos. 12: Schraube fur Raderwerk- - Pos. 12: Screw for train wheel bridge 
bruicke 
902 | Var Vis a téte conique Senkschraube Countersunk head screw 
1x |- Pos. 16-5: Vis de plaque de cliquet  - Pos. 16-5: Schraube fur Klinkenplatte - Pos. 16-5: Screw for click plate 
8x |- Pos. 28-2: Vis de roulement a billes  - Pos, 28-2: Schraube fur Kugel lager - Pos. 28-2: Screw for ball bearing 
903 | Var Vis a téte conique Senkschraube Countersunk head screw 
8x |- Pos. 21: Vis pour bati dispositif - Pos. 21: Schraube fur Gestell fur - Pos. 21: Screw for automatic device 
automatique Automatik ramework 
904 | Var Vis a téte conique Senkschraube Countersunk head screw 
1x |- Pos. 41: Vis pour plaquette supplem- - Pos. 41: Schraube fur Zusatzhalteplat- - Pos. 41: Screw for additional indicator 
entaire de maintien de l'indicateur chen fur Anzeige maintaining small plate 
Variante Variante Variant 
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Linterchangeabilité et les 
variantes se trouvent sur 
ETA ONLINE SHOP (EOS) : 


www-.eta.ch 
— Customer Service 
— Customer Service Portal 


Die Austauschbarkeit und 
Varianten finden Sie im 
ETA ONLINE SHOP (EOS): 


www-.eta.ch 
— Customer Service 
— Customer Service Portal 


Interchangeability and variants 
can be found on the 
ETA ONLINE SHOP (EOS): 


www.eta.ch 
— Customer Service 
— Customer Service Portal 
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Fournitures - Bestandteile - Materials 
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20-1 Var 20-2 Var 20-3 20-4 20-5 20-6 21 Var 
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Ordre d’assemblage - Montagereihenfolge - Order of assembly: 
Mécanisme de mise a l’heure - Zeigerwerkmechanismus - Hand-setting mechanism 


1-1 Var 
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Montage du mécanisme de mise a I’heure 
(Liste des fournitures par ordre d’assemblage) 


Zusammenstellen des Zeigerwerkmechanismus 
(Bestandteilliste in Montagereihenfolge) 


Assembling of the handsetting mechanism 
(Parts listed in order of assembly) 


1 Var 7 

2 8 

3 900 (1x) 
4 Var 

5 

6 


Lubrification - Schmierung - Lubrication 


Huile épaisse Moebius 
COC —_ Dickfllssiges Ol 
] HP-1300 
Thick oil 
Graisse i 
eee Feit ae 
Grease 


Si les pieces a assembler ne sont pas neu- 
ves, les composants existants doivent étre 
traités a la Moebius Fixodrop ES/BS 8981 
avant le reassemblage. 

Wenn keine Neuteile montiert werden, mUs- 
sen die vorhandenen Teile vor der Wieder- 
montage mit Moebius Fixodrop ES/BS 8981 
epilamisiert werden. 

If the pieces to be assembled are not new, 
existing components must be treated with 
Moebius Fixodrop ES/BS 8981 epilame be- 
fore reassembly. 


Moebius Fixodrop ES/BS 8981 


Volatile 
Flichtig 
Volatile 


Produit trés volatile! 

A garder aprés usage dans des récipients 
fermés et étanches. 

Sehr fliichtiges Produkt! 

Nach Gebrauch in geschlossenen und luft- 
dichten Behaltern aufbewahren. 

Very volatile product! 

Keep in closed and airtight containers after 
usage. 
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Ordre d’assemblage - Montagereihenfolge - Order of assembly: 
Mouvement de base - Basiswerk - Basic movement 


@ 901 Var 


12 Var 
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Montage du mouvement de base 
(Liste des fournitures par ordre d’assemblage) 


Zusammenstellen des Basiswerkes 
(Bestandteilliste in Montagereihenfolge) 


Assembling of the basic movement 
(Parts listed in order of assembly) 


9 901 (1x) 
10 

11 Var 

12 Var 


Lubrification - Schmierung - Lubrication 


Huile fine ; 
C— Dunnflussiges Ol Moebius 9010 
Fine oil 


Trés faible quantité 
@— Sehr kleine Menge Moebius 9010 
Very small quantity 


Huile moyenne 


OC => Mittelflissiges Ol Moebius 
i HP-500 
Medium oil 
Huile épaisse 
COC => Dickfliissiges Ol thee 
Thick oil 
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Ordre d’assemblage - Montagereihenfolge - Order of assembly: 
Mouvement de base - Basiswerk - Basic movement 


® & 


900 Var @ 
I 


16 Var 


900 Var 


® 900 Var 


16-8 
16-7 
16-6 Var 8 | 


ory 
| 1 
laa 


16-3 ‘id 
1623) 


16-1 Var 
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Montage du mouvement de base 
(Liste des fournitures par ordre d’assemblage) 


Zusammenstellen des Basiswerkes 
(Bestandteilliste in Montagereihenfolge) 


Assembling of the basic movement 
(Parts listed in order of assembly) 


13 900 (3x) 


Lubrification - Schmierung - Lubrication 


Huile 6paisse _ 
COC — Dickflussiges Ol 
Thick oil 


Moebius 
HP-1300 
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Ordre d’assemblage - Montagereihenfolge - Order of assembly: 
Mouvement de base - Basiswerk - Basic movement 


900 Var @ 


18 Var 


20-1 Var 
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Montage du mouvement de base 
(Liste des fournitures par ordre d’assemblage) 


Zusammenstellen des Basiswerkes 
(Bestandteilliste in Montagereihenfolge) 


Assembling of the basic movement 
(Parts listed in order of assembly) 


17 20 Var 
18 Var 900 (1x) 
900 (1x) 

19 Var 


Lubrification - Schmierung - Lubrication 


Huile fine 7 
Cc  Diunnflussiges Ol Moebius 9010 
Fine oil 


Huile spéciale pour levées 
[== Spezialdl fr Hebungsstein Moebius 9415 
Special oil for pallet stones 


Livraison: 
- Porte-piton, monté 
- Balancier avec piton 


Assemblage: 
- Utiliser seulement 1x le piton! 


Lieferung: 

- Spiralklétzchentragert, montiert 

- Unruh mit Spiralklétzchen 

AN Montage: 

- Nur 1x Spiralklé6tzchen verwenden! 


Delivery: 
- Stud support, assembled 
- Timed balance with stud 


Assembly: 
- Use only 1x the stud 
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Ordre d’assemblage - Montagereihenfolge - Order of assembly: 
Mécanisme automatique - Automatikmechanismus - Self-winding mechanism 


‘@) 28-2 Var 


902 Var 


902 Var 


8 902 Var 
| 


900 Var 


8 
| 
26 Var Jes =“ 
@ 


25 


SB ~ 


21 Var 
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Montage du mécanisme automatique 
(Liste des fournitures par ordre d’assemblage) 


Zusammenstellen des Automatikmechanismus 
(Bestanateilliste in Montagereihenfolge) 


Assembling of the self-winding mechanism 
(Parts listed in order of assembly) 


21 Var 26 Var 
22 900 (1x) 
23 27 

24 28 Var 
25 902 (3x) 


Lubrification - Schmierung - Lubrication 


Trés faible quantité 
@— Sehr kleine Menge Moebius 9010 
Very small quantity 


Huile 6paisse — Moebius 
COC — Dickflussiges Ol HP-1300 
Thick oil 


Ne pas laver. Si la piéce est trés sale ou 
rouillée, l’6changer par une fourniture 
d’origine livrée prélubrifiée par ETA SA. 
Nicht waschen. Sollte das Stuck sehr ver- 
schmultzt oder rostig sein, ist es gegen ein 
von ETA SA vorgedltes Original-Sttck zu 
tauschen. 

Do not wash. If the part is very dirty or rusty, 
it should be exchanged for an original part 
which is lubricated and delivered by 

ETA SA. 


Pos. 28 Var: 


Seulement aprés la lavage, trés faible lubri- 
fication avec Moebius 9010. 


Nur nach dem Waschen, sehr kleine 
Menge Moebius 9010. 
Only after the washing, use a very small 
quantity of Moebius 9010. 
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Ordre d’assemblage - Montagereihenfolge - Order of assembly: 
Mécanisme automatique - Automatikmechanismus - Self-winding mechanism 


§ 903 Var 
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Montage du mécanisme automatique 
(Liste des fournitures par ordre d’assemblage) 


Zusammenstellen des Automatikmechanismus 
(Bestandteilliste in Montagereihenfolge) 


Assembling of the self-winding mechanism 
(Parts listed in order of assembly) 


29 
903 (3x) 
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Ordre d’assemblage - Montagereihenfolge - Order of assembly: 
Mécanisme calendrier - Kalendermechanismus - Mechanism calendar 
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Montage du mécanisme de calendrier 
(Liste des fournitures par ordre d’assemblage) 


Zusammenstellen des Kalendermechanismus 
(Bestandteilliste in Montagereihenfolge) 


Assembling of the calendar mechanism 
(Parts listed in order of assembly) 


31 36 Var 41 
82 37 904 (1x) 
33 Var 38 42 Var 
34 Var 39 43 
35 40 
900 (1x) 900 (1x) 
Lubrification - Schmierung - Lubrication 
Huile épaisse ; 
COC = Dickfliissiges 01 ares 
Thick oil 
Trés faible quantité Moebi 
@®OC— Sehr kleine Menge nee Aaa 
Very small quantity ; 
Huile épaisse : Moebius 
Dickfiussiges Ol HP-1300 SC 
Thick oil 
Trés faible quantité F 
: Moebius 
@OG=— Sehr kleine Menge HP-1300 SC 
Very small quantity 
Trés faible quantité 
«= Sehr kleine Menge Moebius 9010 


Very small quantity 


Si les pieces a assembler ne sont pas neu- 
ves, les composants existants doivent étre 
traités a la Moebius Fixodrop ES/BS 8981 
avant le reassemblage. 

Wenn keine Neuteile montiert werden, mus- 
sen die vorhandenen Teile vor der Wieder- 
montage mit Moebius Fixodrop ES/BS 8981 
epilamisiert werden. 

If the pieces to be assembled are not new, 
existing components must be treated with 
Moebius Fixodrop ES/BS 8981 epilame be- 
fore reassembly. 


. Teil 38 schmieren. 


Lubrifier la piece 38. 


Lubricate part 38. 


* drehen. 


Tourner la piece 36 d‘environ 10 dents 
avec la correction rapide. 
Teil 36 mit Schnellkorrektur ca. 10 Zahne 


Rotate part 36 approx 10 teeth with 
rapide correction. 


. Teil 38 nochmals schmieren. 


Lubrifier € nouveau la piéce 38. 


Lubricate again part 38. 


Teil 36 nochmals mit Schnellkorrektur ca. 


Tourner a nouveau la piéce 36 d‘environ 
10 dents avec la correction rapide. 


10 Zahne drehen. 
Rotate part 36 approx 10 teeth with 
rapide correction again. 


. Teil 38 nochmals schmieren. 


Lubrifier € nouveau la piéce 38. 


Lubricate again part 38. 


Teil 836 nochmals mit Schnellkorrektur ca. 


Tourner a nouveau la piéce 36 d‘environ 
10 dents avec la correction rapide. 


10 Zahne drehen. 
Rotate part 36 approx 10 teeth with 
rapide correction again. 


Moebius Fixodrop ES/BS 8981 


Volatile 
Fliichtig 
Volatile 


Produit tres volatile! 

A garder aprés usage dans des récipients 
fermés et étanches. 

Sehr fliichtiges Produkt! 

Nach Gebrauch in geschlossenen und luft- 
dichten Behaltern aufbewahren. 

Very volatile product! 

Keep in closed and airtight containers after 
usage. 
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Pour des informations concernant Fur Informationen betreffend der For information regarding hand fitting 
les aiguillages voir: Zeigerwerkhohen siehe: heights see: 

Information Habillage Fabrikanten Information Manufacturing Information 

Plan: Zeichnung: Drawing: 

AIGUILLAGES AIGUILLAGES AIGUILLAGES 
ZEIGERWERKHOHEN ZEIGERWERKHOHEN ZEIGERWERKHOHEN 

HAND FITTING HEIGHTS HAND FITTING HEIGHTS HAND FITTING HEIGHTS 
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Functionality of the NIVREL 5 Minute Repeater 


What exactly is a repeater watch and how does it work? To start briefly, here's a first explanation: A 
repeater watch is a mechanical timepiece that can display the time not only by hands, but also by sound if a 
trigger is pushed. When the repeater mechanism is launched a small hammer strikes a gong. The technique 
of the repeater movement was invented in a time without electricity. As people began to have their own 
watches, they were not able to read them in the darkness. Thus, the desire arose to be able to find out about 
the current time audibly upon request. 


We would like to explain the functionality by using an example in this article. We look at the NIVREL 


5-minute repeater in more detail. More specifically, it is the latest special edition, the Repetition Classique 
SE 2012. 


Part I: Watch case, dial, hands and base movement 
First, those parts of the watch are shown that are not directly involved in the repeater mechanism: 


1 The single case parts: Case body, case back, bezel with sapphire crystal, pusher to launch the repeater, 
case gaskets and case back screws. 


2 Dial and hands: the dial with the distinctive 'red 12' as well as the hands for hours, minutes, and sweep 
second in Breguet-style: 


3 The base movement: NIVREL version of ETA 2892-A2 and the rotor for the automatic winding 
mechanism: 


Part II: The repeater mechanism 


The so-called repeater module is mounted on top of the base movement. It is designed by Dubois Dépraz 
and has been used by NIVREL for many years. In its finished, refined state as shown in the picture, the 
module provides a beautiful sight: 


The function itself is explained easily. By launching the pusher of the watch case, the watch chimes the 
past hours with a single strike on the gong. Afterwards, the past 5-minute intervals of the current hours are 
chimed with a slightly offset double strike on two gongs. 


Example 1: 3:15 o’clock - the watch chimes three times for the hour, and three times for the minutes 
Example 2: 11:52 clock - the clock strikes eleven times for the hour, and ten times for the minutes (10 past 
5-minute step intervals within the current hour). 


But which are the main parts of the module that actually make the watch chime? First of all, the module 
needs to be notified, what time it is so that it is able to chime the right amount of hours and 5-minute 
intervals. Three central wheels in the module serve this purpose: the minute driver wheel (1), the 5-minute 
indication wheel (2) and the hour indication wheel (star wheel) (3). 


The minute driver wheel (1) is attached to the base movement. Thus, the repeater module learns what time 
it is. The driver wheel turns in harmony with the minute wheel of the base movement. 


The minute driver wheel interlocks with the 5-minute indication wheel (2). The technique that counts the 
past 5-minute steps in the module can be found on the lower side of the wheel and can be described as sort 
of a slide-rule. The following picture shows the lower side in details. 


When a full hour has elapsed, the pointed end on the bottom of the 5-minute indication wheel interlocks 
with the hour indication wheel (3) (the distinctive star) and pushes it one position (one tip) further. Thus, 
also the hour indication wheel below the star wheel receives a new position and the repeater will chime one 
hour more than before the switch phase. Simplified you can say that the hour indication wheel works on 
the same principle as the 5-minute indication wheel. On the bottom of the wheel is a slider from which the 
module can read the current hour. For a better understanding, the following picture once again shows the 
5-minute indication wheel (4) and the our indication wheel (5): 


The complete interaction between the minute driver wheel, the 5-minute indication wheel, and the hour 
indication wheel is shown in the followig video: 


Since the module know has earned knowledge about how many hours and five-minute intervals it has to 
chime, the mechanism only needs to be launched. Playing the sound itself works a little bit like a 
mechanical music box for infants. By pressing the pusher button on the case the chime mechanism is 
cocked. The pusher engages in a lever (6) inside the module that cocks the mechanism. 


During the chime process a hammer (7) strikes against a gong, which runs completely around the module. 
Specifically, one hammer strike against the top gong of the module (8). During the 5-minute chime, same 
hammer strikes against the same gong and a second hammer strikes slightly offset against the lower gong 


(9). 


The following figure shows the single gongs, prior to being placed into the repeater module: 


In the following video the gongs are mounted into the module: 


Last but not least we do not want to keep as a secret what a finihed repeater watch sounds like. Enjoy... 
and thank you very much for your attention! 


